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To  TiiK  Yrkax  District  Covxcii.  of  Ashby  Woulds. 


>[r.  Chairman  and  Gf.nti.emf.n, 


I beg  to  }ireseiit  to  you  my  Annual  Deport  upon  the 
Sanitary  state  of  your  District  for  the  year  1904. 

Tables  of  deaths,  new  eases  of  infectious  disease  and 
vital  statistics  are  appended,  rvitli  tables  of  Inspector’s  work 
during-  tlie  year. 


The  Vital  Statistics  are  calcidated  ]ier  1,0(H)  persons 
Living. 
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ANNUAL  REPORT. 


Popuhitiou. 


Birth-i. 


Deaths. 


lufautile 

Mortality. 


Zymotic 

Death-rate. 


:o: 

Tlie  estimated  population  for  tlie  past  year  is 
•■10.34. 

1900— 2710  1902—2911) 

1901— 2834  190:i— 2994 

1904— ■10.54 

The  llirths  registered  number  97,  giving  a 
Birth-rate  of  31 '7. 

1900—  42T  1902—34-7 

1901- 31-4  1903—33-7 

1904—31-7 

The  Deaths  at  all  ages  and  from  all  (jauses 
number  37.  giving  a general  Death-rate  of  12-]. 

1900— 15.8  1902—11-7 

1901— 12-7  1903—8-0 

1904—12.1 

The  Deaths  under  one  year  number  9,  giving 
an  Infantile  Mortality  Rate  of  92, 

1900— 113  1902—122 

1901— 100  1903—79 

1904—92 


2 deaths  tvere  caused  by  Infectious  diseases, 
giving  a Zymotic  death-rate  of  0-6 

1900— 2-2  1902—0-7 

1901— 0-3  1903— Nil. 


1904— 0-G 


Typhoid 

Death-rate. 


Phthisis 

J')eath-rate. 


Caiu'cr 

Death-rate. 


Inteetioiis 

Disease. 


No  deatli  oceiirred  from  either  Ifiarrlima  or 
Typhoid.  Typhoid  death-rate  Nil. 

1000— Nil.  1902— Nil. 

1901—0-7  lOOd— 0-3 

1904— Nil. 

No  deatli  occurred  from  Phthisis.  Death-rate 
Nil. 

1901— 1-0  1903—1-0 

1902— 0-3  1904— Nil. 

Three  deaths  were  caused  by  Cancer,  giving  a 
death-rate  of  0-9. 

1902— Nil.  1903— 0-G 

1904—0-9 

One  death  was  caused  hj^  Epidemic  Influenza, 
this  is  not  included  in  the  Zymotic  death-rate. 
There  are,  however  5 deaths  registered  as  due  to 
Pneumonia,  an  exceptional  number  for  this 
district.  I think  that  probably  Influenza  was  the 
predis2:)osing  cause  of  some  of  these  Cases. 

7 deaths  were  due  to  Bronchitis  and  Larnygitis, 
and  5 were  caused  by  Tubercular  diseases  other 
than  Phthisis.  There  were  two  deaths  from  aeci  - 
dental  drowning. 

The  above  death-rates  are  all  satisfactory,  as 
they  are  decidedly  lower  than  the  averages  for 
the  country  generally. 

Only  13  cases  of  Infectious  disease  were  noti- 
fied during  the  year,  including  2 of  Dijtlitheria, 
3 Erysipelas,  7 Scarlet  fever,  and  1 Ty2')hoid, 


There  were  insanitary  conditions  present 


Hewage. 


iu  both  the  homes  where  Diphtheria  occurred. 
Tliese  have  been  remedied.  There  was  no  reason 
to  suspect  pollution  of  the  water  supply  in  either 
case.  The  cases  of  scarlet  fever  occurred  at 
dilferent  times  during  the  year  and  only  3 houses 
were  involved.  There  was  no  reason  to  suspect 
infection  at  school.  The  children  in  your  district 
attend  four  separate  schools — Moira  which  is  in 
the  district,  Overseal  and  Woodville  in  the 
Hartshorne  and  Seals  district,  and  Gresley  School 
iu  the  Swadlincote  district.  This  circumstance 
tends  to  prevent  an  epidemic,  as  in  my  experience 
the  school  is  the  main  centre  of  dissemination  of 
scarlet  fever  and  measles  in  spite  of  all  precautions 
on  the  part  of  officials  and  Schoolmasters,  owing 
to  the  mild  cases  which  are  not  apparently  ill,  are 
not  seen  by  any  medical  man,  and  can  hardly  be 
recognised  even  by  a vigilant  schoolmaster.  As 
the  children  in  this  district  are  divided  amongst  4 
schools,  if  one  school  is  infected,  only  a few  are 
exposed  to  that  source  of  infection,  and  all  the 
rest  who  go  to  the  other  schools  escape,  but  when 
scarlet  fever  is  prevalent  in  all  the  surrounding- 
districts — an  exceptional  circumstance — this  dis- 
trict suffers.  This  was  the  case  in  1895,  1896  & 
1899,  but  since  the  latter  year  the  cases  have  been 
few  and  far  between. 

Several  eases  of  defective  traps  or  drains  have 
been  dealt  with  and  10  have  been  remedied, 

The  tank  and  filters  in  Donisthorpe  lane  are 
working  well  and  I should  be  glad  to  see  the 
same  method  of  dealing  with  the  sewage  of  Occu- 
pation lane  and  Albert  Village  adopted. 


A closed  tank  receives  the  sewage  of  most  of 


the  cottages  on  the  AEoira  lioad,  and  no  nuisance 
has  arisen.  The  ofHuent  is  filtered  in  aii  0]>pn 
diteli. 

Scavenging.  The  Scavenging  lias  been  carried  out  in  a more 
satisfactoiy  Avay  during  the  year,  and  Albert 
Village  has  shown  an  improvement  in  this  respect. 
It  certainly  requires  still  the  most  careful  super- 
vision on  account  of  the  total  lack  of  order  or 
method  shown  by  the  Scavengers.  In  my 
insj^ections  I have  found  in  one  street  d jaivies 
emptied  at  one  end,  perhaps  one  in  the  miildle  of 
the  row,  and  two  at  the  other  end  emptied,  with 
two  or  more  left  untouched  and  in  a veiy  bad 
state  in  between.  I am  therefore  at  a loss  to 
know  whether  that  part  of  the  district  is  supposed 
to  be  finished  for  the  time  being  or  not. 


The  repairs  to  defective  privies,  middens  and 
drains  in  Albert  Village  have  been  carried  out  in 
in  a good  many  instances,  and  others  are  in  hand. 
If  legal  measures  were  resorted  to  in  one  or  two 
instances  of  long  delay  in  making  absolutely 
necessary  repairs,  there  would  be  little  or  uo 
trouble  in  getting  all  necessary  repairs  carried 
out  in  other  cases. 


Factory  and 
W^orksliop 
Act. 


There  are  only  !)  workshops  on  the  Ilegister, 
including  2 slaughter-houses,  only  one  of  u hieh 
is  in  use,  and  2 bakehouses.  There  is  no  under- 
ground bakehouse. 


No  infectious  disease  has  arisen  amongst  out- 
workers emplo3'ed  either  in  or  without  the  district 


No  offences  have  arisen  under  this  Act. 


Water 

Supply. 


Two  wells  have  been  closed,  and  water  from 
the  Swadlincote  reservoirs  laid  on  instead. 

One  well  lias  been  polluted  from  defective 
drains  or  surface  pollution.  Tlie  water  was  ana- 
lysed and  condemned. 

I have  met  with  no  complaints  of  lack  of  water 
during  my  inspections,  and  there  has  been  no 
infectious  disease  traceable  to  polluted  water. 

I am,  Gentlemen, 

Your  obedient  Servant, 

IIOUERIC  LOGAN, 

Medical  Officer  of  Health. 


\ 


